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PROGRAMME 


NWVTBT CI OUM AE, a Sean oe ia rain ead en REGIONAL CHAIRMAN ANNE H. JONES 
GREEMINGS tromebownot Dundas. 0.0.4... 424s eee MAYOR JOSEPH J. BENNETT 


REMARKS and INTRODUCTION OF GUESTS .... COUNCILLOR REGINALD WHEELER 
Chairman, Engineering Services Committee 


Mr. Karl Reichert, Consultant, Underwood-McLellan & Associates 
Miss Olive Newcombe, Community Representative 
Mr. V. K. Mason, President, V. K. Mason Construction Ltd. 


INTRODUCTION of THE HONOURABLE GEORGE A. KERR, Q.C 


Minister of the Environment .........- 000000000: COUNCILLOR REGINALD WHEELER 
‘SOD TURNING CEREMONY”’ 
by the MINISTER 
Pilates GANGS) Newmans tite chat ie rtuseh os) os ¢a0 ts COUNCILLOR J. KENNETH HARPER 
Vice-Chairman, Engineering Services Committee 
PW AVE ROM BEBSSING eas sia fe oe FATHER J. J. MURPHY, S/. Augustine’s Church 
GIB STIN CrsRIBIVDAIRIC Stor high, Andatata thane cg saber sn syebe COUNCILLOR REGINALD WHEELER 


School Children — Central Park Public School — LISA RAYNSFORD 
Yorkview Public School — LOLA NICHOL 
Central Park Public School — MARK RAYNSFORD 
Dundas District High School — MICHAEL RAYNSFORD 


Reception: The Port Hole 
1 East Street North 
Dundas, Ontario. 


REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
Council Members 


Chairman MRS. ANNE H. JONES 


ANCASCED oo oe cea nue give tiste © diet tuate hlcoa UNE A Bie) sana gn Mayor Ann Sloat 
owe sehill BS we GSE oh Se eye a 5, Gey ee i AUG ee ee Regional Councillor John Cauley 
Dundase oa sas eget As veld eae Skee Mayor Joseph Bennett 
aie sayy? soo bala a Vedtonis outed fattest, oe le, Sy nr Regional Councillor John Southall 
Flamborougits: 1:3 Gye occ cule aleld ooh en ee Mayor J. Kenneth Harper 
+ Fa: ead eS ote Sh eke ota ae ee a Regional Councillor Maxwell Taylor 
Glanbrook. oor ae bo Age teen ee ce Mayor John Hyslop 
sete S seul cic eiceh Saude tee Lay ted eattaarey ape neta ta Regional Councillor Fred Campbell 
Hamilton oi. is sl uie ak Sy eee nt en cee Mayor John A. MacDonald 
Controllers: 
Robert Morrow James Bethune lan Stout Pat Valeriano 
Aldermen: 
Dennis Carson Pat Ford Fred Lombardo Henry Merling 
Kay Drage Donald Gray Jim MacDonald James Stowe 
Ken Edge Dave Lawrence Bill McCulloch Reg Wheeler 
Stoney. Creek. i5. 6. ew ood nee eee ne Mayor Gordon H. Dean 


wd vas Grae: Bra, selene ght Oe ee ee Regional Councillor Jack Farnworth 


Engineering Services Committee: 


Reg Wheeler Ken Harper Jim Bethune Ken Edge 
Donald Gray Jack MacDonald John Cauley Gordon Dean 
John Hyslop 


C.T.C. Armstrong, Co-ordinator 


OFFICIAL SOD TURNING 


of the DUNDAS SEWAGE TREATMENT PLANT 


Tuesday, August 2, 1977, 4:00 p.m. 


135 King Street East, Dundas, Ontario 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
Dundas (King St.) Sewage Treatment Plant 


The Town of Dundas constructed its first sanitary sewer and treatment plant in 1919 & 1920 with 
the building of the King Street pumping station and an Imhoff treatment plant. This plant, located 
on the west side of the present plant was expanded in 1948 and again in 1963 and 1970. 


The need for further treatment capacity was apparent in 1972 and in November that year the Town 
initiated the fourth expansion to the plant. Laboratory and full scale plant testing was completed 
in 1973 to establish the design parameters for the new expansion. 


The Regional Municipality of Hamilton-Wentworth continued with the expansion program and in 
1974 installed phosphorus removal facilities. Alternative servicing arrangements were assessed 
during 1974 and 1975 which resulted in an Environmental Hearing Board hearing during October, 
1975. In addition to the secondary treatment activated sludge plant, it was decided that tertiary 
treatment should be provided. As a result of the conclusions reached during 1974 and 1975 it was 
decided that the greatest benefit to Cootes Paradise would be achieved by dredging the Desjardins 
Canal, from the Park to opposite the Hydro Sub Station, a distance of 2800 feet and to install an 
aeration system. 


This plant expansion to provide a total treatment capacity of 4.0 MGD includes new inlet works 
for grit and screenings removal, an activated sludge plant with control building, dredging of the 
Desjardins Canal and installation of an aeration system with blower building at the canal, and a 
flow monitoring and sampling station. 
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